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Measurements  in  the  Naval  Postgraduate  School's  anechoic 
water  tanks  were  conducted  to  determine  the  acoustic  noise 
in  the  frequency  range  twenty  hertz  to  ten  kilohertz  asso¬ 
ciated  with  injecteng  air  into  the  tank  through  perforations 
in  a  two  inch  diameter  PVC  pipe.  The  effective  source  level 
for  a  pipe  having  several  rows  of  smaller  holes  is  ten  to 
fifteen  decibels  smaller  over  most  of  the  band  than  for 
pipe  having  a  single  row  of  holes  which  produces  the  same 
flow  rate.  The  measurements  also  indicate  that  the  dominant 
source  of  noise  is  that  associated  with  bubble  formation 
and  that  the  second  most  important  source  is  from  ascending 
bubbles.  The  impetus  for  this  work  was  to  study  various 
aspects  of  the  problem  of  designing  a  sound  insulating 
bubble  screen  for  the  Carr  Inlet  Range  of  the  Puget  Sound 
Naval  Shipyard. 
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INTRODUCTION 


A.  SCOPE 

In  this  thesis  some  aspects  of  the  feasibility  of  using 
a  bubble  screen  to  reduce  noise  interference  at  an  acoustic 
range  will  be  addressed.  Specifically,  determination  of  the 
noise  produced  by  such  a  screen  will  be  accomplished. 

Effects  of  emitter  type  and  flow  rate  will  be  discussed. 

3.  BACKGROUND 

The  impetus  for  this  work  came  from  a  need  expressed  by 
the  Acoustic  Range  Division  of  the  Puget  Sound  Naval  Ship¬ 
yard  (PSNSY),  Bremerton,  Washington,  for  reducing  ambient 
noise  on  their  underwater  test  range  at  Carr  Inlet  arising 
from  boat  or  rail  traffic  in  and  over  nearby  waters. 

A  vertical  screen  of  gas  bubbles  used  as  an  acoustical 
barrier  in  water  to  shield  an  area  from  undesirable  outside 
noise  sources  is  a  concept  that  has  been  used  for  many  years. 
The  report  of  Carstensen  and  Foldy  of  their  work  during  the 
1940's  on  acoustic  properties  of  bubble  screens  is  a  classic 
paper  [Ref.  1].  A  bubble  screen  has  successfully  been  used 
in  shipyards  to  insulate  surrounding  waters  from  the  annoying 
sounds  of  high  power  search  sonar  during  dock  side  tests. 
However,  in  reports  we  have  studied,  the  frequencies  of  in¬ 
terest  have  been  several  thousands  of  hertz  and  higher. 
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Very  little  work  has  beer,  directed  toward  the  lower  frequen¬ 
cies,  which  is  an  area  of  interest  to  these  making  noise 
surveys  of  ships  whose  noise  spectra  are  of  interest  down  to 
frequencies  of  a  few  hertz.  Furthermore,  in  previous  appli¬ 
cations  of  bubble  screens  noise  production  has  not  been  of 
primary  concern. 

The  presence  of  numerous  air  bubbles  in  water  has,  in 
the  case  of  bubble  screening,  the  desirable  effect  of  re¬ 
markably  reducing  the  transmission  of  underwater  sound.  Upon 
striking  the  bubbly  mixture,  the  incident  sound  energy  can 
be  reflected,  absorbed  or  scattered  depending  on  the  compo- 


siticn  and 

the 

geometry 

of 

the  bubble  screen 

and  the 

sound 

frequency . 

For 

a  screen 

consisting  of  a  few 

bubbles 

small 

in  diameter 

but 

uniform 

in 

size,  the  atf en.ua 

tion  will 

be 

greatest  at  a  particular  frequency  which  can  be  explained  by 
bubble  resonance  theories.  However,  if  the  bubble  diameters 
vary  considerably  and  the  screen  consists  of  many  bubbles, 
the  attenuation  will  be  large  ever  a  tech  wiser  frequency 
range.  In  this  case  atter.ua*:  i  :  r.  1-  -x:  .  -.in  able  by  the  re¬ 
duction  of  the  specific  actus'  i  -  :  the  mixture, 

primarily  due  to  the  larg'3  re  :  .  .  *  .  -  -  :  :r-ei.  In 

practice,  attenuation  usual  lv  r  -  •  . .  *  *■  ~  :  - 1.  -f  these 

effects  simultaneously  [?ef.  ij. 

A  dramatic  effect  of  a  gas  buff.-  _r.  wafer  is  the  en¬ 
hanced  acoustic  scattering  crccs-cecti  :n  which,  recurs  when 
the  sound  frequency  coincides  with  that  c:  mechanical 
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resonance  of  the  bubble  [Ref.  3].  The  resonance  frequency 
of  the  bubble  depends  upon  the  diameter  cf  the  bubble  and 
on  the  ambient  hydrostatic  pressure.  Bubble  stability, 
random  bubble  sites  during  generation,  and  variation  of 
bubble  sizes  during  ascent  limit  the  usefulness  of  resonance 
t.neories  for  screening  lower  acoustic  frequencies. 

The  presence  of  air  bubbles  in  water  changes  the  mean 
density  slightly  but  reduces  the  sound  speed  by  a  signifi¬ 
cant  amount.  Thus,  there  is  a  significant  change  in  the 
specific  acoustic  impedance  of  the  bubbly  mixture  compared 
to  water.  A  one-percent  fraction  by  volume  of  air  in  water 
can  reduce  the  sound  speed  from  a  nominal  1500m/sec  to  about 
100  m/ sec  [Ref.  4].  Thus,  the  acoustic  impedance  change  can 
result  in  a  significant  acoustic  reflection  at  the  boundary 
between  water  and  the  bubbly  mixture. 

Another  important  effect  in  bubble  screening  is  the 
generation  of  noise  associated  with  the  formation  of  bubbles 
and  their  oscillation  as  they  migrate  toward  the  surface. 
Some  measurements  with  single  bubbles  indicate  that  most 
of  the  sound  energy  associated  with  the  bubble  arises  at  the 
orifice  during  bubble  formation  [Ref.  5]. 

So  far  as  we  know,  radiated  noise  measurements  have  not 
been  made  on  large  numbers  of  bubbles,  as  from  a  bubble 
screen.  Also,  it  is  not  clear  that  the  results  for  single 
bubble  formation  can  be  applied  properly  to  the  case  of 
many  bubbles  being  formed  near  each  other. 


ENGINEERING  CONSIDERATIONS 


The  basic  engineering  problem  is  how  to  design  and  use 
an  underwater  bubble  screen  at  the  Carr  Inlet  Acoustic 

Range  to  reduce  unwanted  noise  caused  by  nearby  boat  and  j 

rail  traffic.  The  examination  lead  to  a  number  of  questions 
which  are  pertinent. 

Where  should  the  screen  be  located? 

At  what  depth  should  the  screen  be  generated?  How  does 
the  rise  of  say  450  feet  effect  the  bubble  size  and  the 
geometry  of  the  screen. 

If  a  screen  is  placed  across  the  mouth  of  the  inlet  will 
a  partial  screen  do  the  job? 

What  types  of  generators  can  be  used  to  produce  bubbles 
in  water?  Will  corrosion  and  marine  fouling  interfere  with 
the  generation  mechanism?  If  a  manifold  is  chosen,  hew  can 
air  flow  distribution  be  producted? 

What  thickness  of  screen  and  bubble  concentration  are 
required  to  produce  an  acoustically  effective  bubble  screen? 

What  size  and  distribution  of  bubbles  are  required. 

How  much  noise  does  the  screen  itself  inject  into  the 
environment? 

What  is  the  cost  of  the  various  options  versus  effect¬ 
iveness? 

The  answers  to  the  above  questions  each  in  turn  depend 
upon  the  answer  to  one  of  the  other  questions  in  the  group. 

As  with  many  engineering  problems  no  unique  solution  may 


exist,  but  only  some  optimal  solution  based  on  compromises 
between  cost  and  effectiveness.  In  order  to  facilitate  pro¬ 
blem  solution  several  engineering  assumptions  had  to  be  made. 
These  assumptions  affected  the  accuracy  of  the  results  and 
consequently  the  process  was  not  a  precision  experiment. 
However,  it  is  felt  that  useful  conclusions  can  be  drawn  from 
the  resulting  data. 
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II.  PROBLEM  FORMULATION 


A.  PRELIMINARY 

A  primary  concern  was  to  choose  a  portion  of  the  engin¬ 
eering  problem  that  could  be  addressed  effectively  within 
the  time  constraints  placed  on  this  writer.  The  subtopic 
also  had  to  be  one  that  had  a  direct  bearing  on  the  overall 
solution  and  an  early  priority  (i.e.  must  be  answered  before 
other  questions  can  be  answered).  One  such  problem  that  fit 
the  above  requirements  was  determination  of  noise  produced 
by  the  generation  and  existence  of  an  acoustic  bubble  screen. 
Therefore,  this  topic  is  to  be  the  main  subject  of  this 
paper . 

B.  ASSUMPTIONS 

In  planning  for  measurements  of  noise  generation  from 
a  bubble  screen,  it  is  necessary  that  certain  characteristics 
must  be  estimated.  The  size  and  composition  of  a  bubble 
screen  as  well  as  the  size  of  the  individual  bubbles  must  be 
determined  or  an  assumption  must  be  made  as  to  the  range  of 
values  before  proceeding  further. 

1 .  Resonant  3ubbles 

The  phenomenon  of  resonance  is  responsible  for  the 
great  efficiency  of  bubbles  as  scattering  agents.  However, 
bubbles  of  cross-sections  large  enough  to  be  at  resonance  at 
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low  frequencies  would 

be 

dif fucul 

t  to  genera 

.3 

and  , 

due 

the  hydrodynamics  eff 

ect 

during  m 

igraticr. ,  w 

cul 

d  seen 

break 

up  into  smaller  bubbl 

es 

as  they  r 

ose.  Fcr  e 

xample ,  s 

ee 

Table  I  for  representative  values 

[Ref.  5]. 

TABLE  I.  Resonant 

Radius  for 

Air  Bubbles 

in 

Water 

( cm) 

Depth  of  'Water 

(f 

t) 

Frequency  (kHz) 

0 

35 

140 

3  0C 

1 

0. 

33 

0.047 

0 

.73 

1 

.  04 

5 

0. 

065 

0.093 

0 

.15 

r 

2 

20 

0. 

016 

0.023 

0 

.037 

0 

.52 

Furthermore,  consistently  producing  bubbles  of  a  specified 
diameter  is  not  practical  [Ref.  7].  At  this  point  it  was 
decided  that  resonance  of  the  bubbles  would  not  be  effective 
as  the  primary  mechanism  for  sound  attenuation  at  the  lower 
frequencies.  However,  any  reduction  of  sound  due  to  this 
phenomenon  would  be  considered  an  additional  benefit. 

2 .  Reflection  from  the  Screen 

At  the  boundary  of  two  dissimilar  fluids  the  rela¬ 
tive  amounts  of  acoustic  energy  reflected  and  transmitted 
depends  on  the  difference  in  the  characteristic  acoustic 
impedances  of  the  fluids,  the  product  of  the  densities  and 

sound  speed  p  c  and  p  c  ,  of  the  two  media  [Ref. 8]. 

11  2  2 
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The  problem  of  sound  reflection  from  three  or  more  fluids 
separated  by  parallel  interfaces  also  depends  on  the  changes 
in  pc  and  may  also  involve  a  standing  wave  in  each  of  the 
internal  layers.  It  seemed  that  the  reflection  due  to  accu- 
tic  impedance  change  would  be  the  more  promising  approach  to 
screening.  Another  thesis  student,  Lt .  Ken  Marr ,  is  pur¬ 
suing  the  detailed  analysis.  At  this  point  it  was  assumed 
that  since  reflection  theory  would  be  the  chosen  approach, 
generation  of  a  particular  bubble  size  was  not  necessary. 

3 .  Depth  Considerations 

It  would  have  been  desirable  to  make  noise  measure¬ 
ments  with  bubbles  generated  at  a  variety  of  water  depths. 
However,  since  the  only  tank  available  for  the  measurements 
is  2.2m  deep,  the  applicability  of  the  results  to  other 
depths  may  be  somewhat  uncertain.  If  it  is  assumed  that  the 
primary  mechanism  for  the  generation  of  noise  is  the  creation 
of  the  bubble  [Ref.  5]  then  the  pressure  drop  across  the  bub¬ 
ble  creating  orifice  might  be  the  controlling  parameter. 

The  hydrostatic  pressure  does  affect  the  oscillation  frequency 
of  a  bubble,  so  that  an  increase  in  the  frequency  of  the 
maximum  noise  spectrum  level  might  be  expected  at  greater 
depth  for  the  same  size  bubble. 

4.  Bubble  Screen  Concentration 

The  bubble  reflection  theory  is  based  upon  the  im¬ 
pedance  mismatch  between  the  water  and  the  bubble  mixture. 

The  greater  the  difference  in  pc  the  higher  the  relative 
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amount  of  reflected  energy  as  demonstrated  by  Eq.  (1). 
[Ref .  4 ,  8 ] . 


R 


pac2  -  Pici 
P2°2  +  PjCj 


(1) 


where  R  is  the  amplitude  reflection  coefficient  for  normal 
incidence.  However,  the  relation  is  not  linear.  The 

greatest  gain  in  reflected  energy  occurs  as  the  fraction  by 

.  -  4 

volume  of  air  in  water  is  increased  from  about  5  x  10  to 

_2 

10  .  Increases  m  reflection  for  concentrations  larger 

-2  .  . 

than  10  are  minimal  and  do  not  justify  the  increased  ex- 

-2 

penditure  of  air.  For  example  a  10  ratio  of  air  to  water 
by  volume  gives  80  percent  reflection  as  seen  in  Fig.  la  and 

lb  [Ref.  4].  Therefore,  for  planning  purposes  a  bubble 

■  •  -2  -3 

screen  with  concentration  between  10  and  10  was  chosen. 

5 .  Bubble  Rise  Rates 

Gne  requirement  for  determing  bubble  concentrations 
is  to  know  the  speed  as  well  as  the  bubbles'  size.  One 
source  [Ref.  2]  shows  a  graph  of  terminal  velocities  versus 
equivalent  radius  in  still  water.  These  numbers  are  useful 
only  in  a  general  sense  that  they  show  a  general  increase  in 
terminal  velocity  with  increasing  radius  with  a  region  of 
rather  constant  terminal  velocity  from  0.1  to  0.6  cm  radius. 
Since  precise  diameters  could  not  be  determined  in  the  bubble 
screen  experiments  yet  to  be  discussed,  the  rise  rates  were 
measured  experimentally  both  in  still  water  and  in  turbulent 
water  (i.e.  steady  state  screen).  The  assumption  made  was 


that  the  bubbles  reach  terminal  velocity  rather  quickly  and 
then  rise  at  a  constant  rate  from  that  point.  No  attempt  to 
predict  increase  in  terminal  velocity  as  the  bubble  expands 
due  to  decreasing  pressure  during  ascent  was  made  since  the 
bubble  diameters  of  produced  bubbles  were  within  the  region 
of  constant  terminal  velocity  for  a  depth  change  of  as  much 
as  five  atmospheres.  For  a  change  of  ten  atmospheres  the 
bubble  radius  can  be  expected  to  double  which  only  causes  an 
increase  of  20  percent  in  speed.  In  turbulent  water  the 
same  assumption  was  made. 

6 .  Noise  Measurement 

The  available  acoustic  measurement  tank  was  not 
anechoic  below  10  kHz,  the  region  of  interest.  Therefore, 
measurement  of  acoustic  power  generated  by  the  bubble  screen 
required  the  assumption  that  an  acoustic  source  of  known 
power  output  placed  in  the  tank  to  calibrate  the  hydro¬ 
phones  and  mixing  amplifier. 

C.  PARAMETER  LIMITS 

To  keep  the  data  to  a  manageable  size  the  following 
limits  for  the  various  parameters  were  selected: 

_  -3 

Bubble  concentrations  were  to  remain  between  10  “  and 

-2 

10  ratio  of  air  to  water  by  volume. 

Actual  air  flow  rates  were  to  be  100  SCFM  or  less. 

Air  pressure  differential  between  interior  and  exterior 
of  pipe  was  to  be  five  FSI  or  less. 
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III.  EXPERIMENTAL  PROCEDURE 


A.  SUMMARY 

Calibration  of  the  receiving  equipment  was  accomplished 
by  driving  the  J-ll  projector  with  a  known  current  in  each 
one-third  octave  band  from  25  Hz  to  10,000  kHz.  Also 
noted  during  this  procedure  was  the  relative  shape  of  the 
received  signal  compared  to  the  transmitted  signal  which 
gave  a  qualitative  indication  of  the  accuracy  of  the  procedure. 

Once  the  receiving  hydrophones  and  mixing  equipment  had 
been  calibrated,  the  projector  was  removed  and  the  bubble 
generation  manifold  was  installed  approximately  in  the  same 
location.  Measurements  were  made  to  determine  effects  of 
holes  size,  number  of  rows  of  holes,  differential  pressure, 
and  air  flow  rates  upon  the  steady  state  noise  produced  by 
the  pipe.  Additionally,  measurements  under  transient  condi¬ 
tions  were  made  in  order  to  isolate  and  measure  indepen¬ 
dently  the  noise  produced  by  bubbles  forming  and  ascending, 
bubbles  ascending  only  and  bubbles  ascending  and  venting. 

B.  EQUIPMENT 

Fig.  2  shows  the  equipment  used  for  both  the  calibration 
phase  and  the  measurement  phase  of  the  experiment.  The 
same  receiving  equipment  was  used  for  the  measurement  phase 
while  the  projector  transducer  was  replaced  by  the  bubble 


screen  as  the  sound  source. 


A  list  of  equipment  is  as 


follows : 

1 .  Calibration  Phase 

a.  Tektronix  RM  503  Oscilloscope 

b.  Hewlett-Packard  3400  A  RMS  Voltmeter 

c.  Krohn-Hite  Wide  Band  DC-500  KC  50  Watt  Amplifier 

DCA-5  OR 

d.  Random  Noise  Generator 

e.  General  Radio  1564-A  Sound  and  Vibration  Analyzer 

f.  Hewlett-Packard  467A  Power  Amplifier 

g.  USRD  Type  J-ll  Transducer  (Ser  102) 

h.  One  Ohm  Resistor 

2 .  Measurement  Phase 

a.  Four  LC-10  Hydrophones  (Serial  numbers  2122,  1704, 
1924,  2341) 

b.  Shure  Microphone  Mixer 

c.  General  Radio  1564-A  Sound  and  Vibration  Analyzer 

d.  Schlumberger  Soiartron  1510  Digital  Spectrum 
Analyzer 

e.  Hewlett-Packard  3400  A  RMS  Voltmeter 

f.  Hewlett-Packard  7035  3  X-Y  Recorder 

3 .  Bubble  Screen  Apparatus 

a.  0-100  PSI  Pressure  Gauge 

b.  0-80  PSI  Pressure  Gauge 

c.  RCM  Industries  20-150-  SCFM  Direct  Reading  Flow¬ 
meter 


d.  DIGITEC  Digital  Thermometer 

e.  Twc-inch  Schedule  40  PVC  ripe 

f.  Various  Valves,  Elbows,  and  Fittings 

g.  High  Capacity  Air  Filter 

C.  CALIBRATION 

The  fact  that  the  acoustic  tank  was  not  anechoic  in  the 
range  of  frequencies  of  interest  prompted  the  investigators 
to  do  a  cursory  examination  of  the  spatial  characteristics 
of  sound  pressures  in  the  tank.  Some  preliminary  measure¬ 
ments  using  the  J-li  transducer  as  a  projector  and  a  single 
LC-10  hydrophone  indicated  that  location  of  the  receiver 
within  the  tank  indeed  had  a  significant  effect  upon  the 
level  at  the  hydrophone.  It  was  decided  that  more  than  one 
hydrophone  would  improve  reliability  of  results.  Therefore, 
four  LC-10  hydrophones  were  used  together  and  their  outputs 
were  mixed  and  then  fed  through  a  one-third  octave  filter 
and  analyzer.  Again  trial  measurements  were  taken  to  locate 
positions  that  provided  a  reasonably  smooth  frequency  re¬ 
sponse.  The  resulting  locations  are  shown  in  Fig.  3. 

During  the  process  of  calibration  and  before  the  hydro¬ 
phones  were  positioned  as  shown  in  Fig.  3,  each  hydrophone 
was  assigned  a  channel  or.  the  mixer  and  was  positioned  in  a 
central  location  each  in  turn.  While  in  position,  a  test 
signal  was  generated  on  the  J-il  and  the  output  of  each 
LC-10  was  recorded  on  the  spectrum  analyzer. 


The  gain  of 


■ 


each  channel  of  the  mixer  was  then  in  turn  adjusted  to  give 
the  most  closely  matching  spectrum  and  peak  dB  level,  sc 
that  each  channel  was  matched  to  compensate  for  small  diff¬ 
erences  in  hydrophone  sensitivity. 

With  the  hydrophones  in  place  and  the  channels  matched, 
the  calibration  was  continued  by  conducting  a  cne-third 
octave  band  analysis  on  the  sound  and  vibration  analyzer. 

The  procedure  followed  was  to  determine  the  current  by 
measuring  the  voltage  across  the  one  ohm  resistor  in  series 
with  the  projector  as  the  one-third  octave  bands  of  random 
r.oise  were  injected  into  the  J-ll  transducer.  The  frequen¬ 
cies  ranged  from  25  Hz  to  10  kHz.  Simultaneously  the  volt¬ 
age  level  within  these  bands  was  measured  from  the  output 
of  the  mixer.  Once  this  process  was  completed  the  free- 
field  current  response  of  the  J-ll  was  applied  at  each  fre¬ 
quency  to  determine  source  level  by  reading  the  current 

response  level  from  Fig.  4  and  adding  20  log  —  where 

'  -“-rer 

I  =  ■=•  and  R  =  1  ohm  to  the  obtained  value.  The  value  of 
R 

the  power  was  then  calculated  from  Eq.  (2) 

SL  =  171.5  +  10  log  w  (2) 

where  SL  =  Source  level 
w  =  Power 

to  obtain  the  power  in  watts  in  the  cne-third  octave  band. 
Once  the  10  log  w  term  is  comouted  assuming  that  the  process 
is  linear  over  the  range  of  values  considered, 
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a  constant  K 


Fig.  3. Tank  Dimensions  and  Hydrophone  Locations 


Fig.  4.  Typical  J-ll  Transducer  Current  Response 


can  be  determined  for  the  purpose  of  calibrating  the  equip¬ 
ment  to  measure  the  power  of  an  unknown  source.  This  cali¬ 
bration  procedure  is  also  based  on  the  assumption  that  the 
acoustic  power  output  of  the  projector  in  this  tank  is  the 
same  as  that  which  would  be  expected  in  the  free-field  case 
for  the  same  input  current.  The  accuracy  of  determining  the 
constant  K  is  further  limited  by  the  fact  that  the  current 
response  used  for  the  J-ll  projector  was  a  nominal  response 
typical  for  this  type.  A  calibration  curve  for  the  projector 
used  was  not  available.  The  value  of  K  for  each  one-third 
octave  was  calculated  from  Eq.  (3). 

20  log  K  =  20  log  ^  +  10  iog  (3) 

where  Vre~  =  1  volt 
wref  =  1  watt 

The  value  of  K  was  determined  for  three  different  pro¬ 
jector  locations  along  the  width  at  the  bottom  center  of  the 
tank.  These  were  center,  left  one-third  and  right  one- 
third.  The  values  of  K  were  determined  and  averaged  on  an 
energy  basis  with  an  equal  weighting  given  to  each.  The  left 
and  right  values  of  K  were  virtually  identical  so  that  only 
the  left  side  values  were  used.  Tables  II  and  III  show  both 
data  and  results. 

Once  the  value  of  K  had  been  determined  it  could  be  used 
to  produce  values  of  power  generated  by  the  acoustic  bubble 
screen  through  use  of  Eq.  (4). 
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TAELE 

Freq . 

II.  Projector  at  Center  of  Tank  Calibration  Data 
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o  o  lo  o  to 
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III 

.  Projector  on 

Left  Side 

of  Tank 
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Acoustic  power  =  (Hydrophone  voltage) 2 

K2  (4) 

D.  BUBBLE  GENERATOR  CONFIGURATIONS 
1 .  Type  of  Pipe 

Three  pipes  of  differing  hole  configurations  were 
selected  such  that  the  bubble  screen  produced  remained 
approximately  within  the  previously  mentioned  concentration 
ratios.  The  first  pipe  was  one  consisting  of  holes  arranged 
in  seven  rows  equally  spaced  (1  1/16  inch)  around  a  two-inch 
schedule  40  PVC  pipe.  Holes  were  drilled  with  a  #80  drill 
(r  =  0.007  inch)  and  spaced  one  inch  apart.  In  adjacent 
rows  holes  were  staggered  by  one  quarter  inch  as  shown  in 
Fig.  5.  The  pipe  was  57  inches  long  to  fit  within  the 
width  of  the  tank  and  produced  a  58  inch  wide  screen. 

The  second  pipe  was  of  the  same  dimensions  and  material, 
but  with  one  row  of  #60  drill  (r  =  0.02  inch)  holes  spaced 
one  inch  apart  in  the  top  of  the  pipe  and  one  hole  at  each 
end  of  the  pipe  on  the  botton  to  facilitate  purging  any 
collection  of  water  in  the  pipe.  The  total  hole  area  for 
pipes  one  and  two  are  approximately  the  same,  and  therefore 
flow  rates  were  expected  to  be  similar. 

The  third  configuration  was  one  row  of  #80  drill  holes 
spaced  at  intervals  of  one  inch  on  the  top  with  one  #60 
drill  hole  on  the  bottom  at  each  end  for  water  removal. 

Each  pipe  was  constructed  such  that  it  could  be  quickly 
and  easily  inserted  for  bubble  generation.  This  was 
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Configuration  One 


Configuration  Two 


Configuration  Three 


Fig.  5  Pipe  Configurations 


accomplished  by  cutting  a  groove  in  both  ends  for  an  "C" 
ring  and  using  a  clamping  rod  to  prevent  the  pressure  from 
forcing  the  pipe  back  out  of  its  seat.  See  Fig.  6. 

2 .  Flow  Rate  Measurements 

Air  flow  rate  was  controlled  by  varying  the  differ¬ 
ential  pressure  between  the  inside  and  the  hydrostatic  pres¬ 
sure  in  the  water.  The  depth  of  the  pipe  was  6.76  feet  from 
the  water  surface  to  the  top  of  the  pipe.  Therefore  the 
hydrostatic  pressure  in  the  water  at  the  discharge  pipe  is 
very  nearly  2.9  pounds  per  square  inch  gauge  (PSIG).  Pres¬ 
sures  of  3.5,  5  and  7  PSIG  were  used  throughout  the  experi¬ 
ment  for  convenience.  The  differential  pressures  were 
therefore  0.6,  2.1,  and  4.1  PSI  respectively. 

Measurement  of  actual  flew  rates  was  accomplished  by  two 
methods.  For  the  low  flow  rates  (below  the  minimum  for  the 
flow  meter)  an  approximate  method  for  flow  rate  determina¬ 
tion  was  utilized.  A  rectangular  glass  box  (an  aquarium)  of 
dimensions,  length  19.75  inches,  width  10.31  inches,  depth 
11.88  inches  and  a  volume  of  1.40  cubic  feet  was  filled  with 
water  and  inverted  so  that  no  air  was  trapped  within.  The 
box  was  then  moved  to  a  position  directly  above  the  air 
screen  to  ensure  that  all  bubbles  within  the  segment  covered 
were  gathered  in  the  container.  Simultaneously  a  stop  watch 
was  started.  When  the  glass  tank  was  full  of  air  the  stop¬ 
watch  was  stopped,  and  the  time  was  recorded.  The  volume 
divided  by  the  time  gives  the  air  flow  rate  for  that  portion 


of  the  screen.  Assuming  that  the  screen  was  uniform  across 
the  length  of  the  pipe,  the  total  flow  was  calculated  by 
Eq.  (5). 

Flow  rate  =  x 

WA  T~  ( 5 ) 

where 

Ld  =  length  of  screen  =  4.83  feet 
=  width  of  box  =  0.86  feet 
=  volume  of  box  =  1.40  cubic  feet 
T  =  Time  to  fill 


The  method  for  high  flow  rates  which  were  generated  by 
opening  the  exit  ball  valve  was  to  read  the  flow  rate  on  the 
RCM  direct  reading  flowmeter,  record  the  temperature  and 
pressure,  and  then  calculate  the  actual  flow  rate  by 
applying  the  following  correction  factor. 


True  flow  rate  =  C  x  Meter  reading  (6) 


where 

C 


14.7' 

1477 


T  +460 
c 

,T  +  460 

cl 


1 

2 


P  =  Acutal  gas  pressure  at  entrance  to  meter  FSIG 

P  =  80  PSIG 
c 

T  =  Actual  gas  temperature  at  meter  °F 

cl 

T  =  3  0°  F 
c 


D.  EXPERIMENTAL  MEASUREMENTS 


A  number  of  different  measurements  of  bubble  generated 
noise  were  made  with  each  of  the  above  pipe  configurations 
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and  pressures.  The  following  remarks  describe  seme  of  the 
characteristics  of  the  system  which  influenced  operating 
procedure.  Also  described  below  are  measurements  made  under 
transient  conditions  which  helped  to  understand  the  relative 
amounts  of  noise  contributed  by  the  various  processes.  That 
is  generation,  migration  and  venting  of  the  bubbles. 

1 .  Residual  Water  in  Pipe 

While  the  pipe  was  allowed  to  stand  without  air  being 
supplied  to  it,  water  gradually  filled  the  pipe  as  would 
happen  if  an  installed  screen  were  turned  off.  Measurement 
of  the  noise  generated  by  water  entering  the  pipe  was  made. 

Once  the  pipe  was  filled  with  water  it  had  to  be  forced 
back  out  of  the  pipe  prior  to  producing  a  steady  state  bub¬ 
ble  screen.  A  second  set  of  measurements  was  made  of  the 
noise  generated  by  producing  a  bubble  screen  from  a  pipe  not 
completely  purged  of  water. 

2 .  Steady  State  Measurements 

Four  sets  of  measurements  were  made  while  the  tubing 
was  producing  a  continuous  screen.  These  measurements  were 
designed  to  simulate  various  portions  of  the  pipe.  In  a 
long  perforated  pipe  the  air  flow  may  be  large  near  the 
supply  end,  and  acoustic  noise  may  arise  from  turbulent  flow 
in  the  pipe.  Some  efforts  towards  measuring  the  noise  gener¬ 
ated  with  higher  air  flow  was  done  by  controlling  the  opening 
of  an  exit  valve  on  the  end  of  the  perforated  pipe.  A  hose 
was  used  to  discharge  the  excess  air  to  the  exterior  of  the 
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room.  These  measurements  were  designed  to  determine  the 
practical  limit  of  air  flow  for  a  particular  pipe  diameter. 
Flew  rates  of  less  than  20,  50,  100,  150  SCFM  gauge  were 
chosen 

3 .  Transient  Measurements 

Three  more  noise  readings  were  taken  with  the  intent 
of  determing  (1)  the  amount  of  noise  produced  by  bubble  cre¬ 
ation  at  the  orifice,  (2)  the  amount  of  noise  due  to  the 
bubbles  venting  at  the  surface,  and  (3)  the  amount  of  noise 
produced  during  the  rise  of  the  bubbles. 

E .  METHOD 

1 .  Determination  of  General  Trends 

To  determine  the  relative  amount  of  acoustic  power 
generated  by  a  bubble  injector  that  had  not  yet  been  purged 
of  water  was  one  objective.  Each  measurement  condition  was 
included  in  the  process  for  this  and  subsequent  procedures. 
The  air  supply  valve  was  opened  such  that  it  produced  the 
desired  pressure  and  the  initial  transients  were  allowed  to 
die  out.  Then  before  the  water  was  forced  completely  out 
readings  on  the  spectrum  analyzer  were  taken  and  equipment 
settings  were  recorded.  The  GR  1564-A  Sound  and  Vibration 
Analyzer  was  set  to  the  all  pass  mode  for  this  and  subsequen 
readings  so  that  the  entire  frequency  range  could  be  ob¬ 
served.  This  procedure  produced  data  that  could  be  analyzed 
for  general  trends. 


Once  the  water  was  removed  from  the  pipe,  which  could 
be  observed  by  checking  visually  for  air  exiting  from  the 
bottom  holes,  steady  state  noise  measurements  were  taken. 

Four  different  flew  rates  were  introduced  by  adjusting  the 
exit  ball  valve,  see  Fig.  6,  to  simulate  various  flow  con¬ 
ditions  within  the  pipe.  This  was  accomplished  by  suc¬ 
cessively  increasing  pressure  in  the  line  and  then  bleeding 
off  pressure  with  the  exit  valve  until  the  desired  flow  rate 
was  achieved.  The  above  method  ensured  that  no  water  re¬ 
entered  the  pipe  during  the  process. 

By  maintaining  air  pressure  within  the  pipe  equal  to 
the  ambient  water  pressure  the  re-entrance  of  water  was 
minimal.  This  fact  allowed  the  bubble  generator  to  be  shut 
down  for  brief  periods  without  affecting  results  taken  im¬ 
mediately  after  restart.  Therefore  the  following  method  was 
considered  to  give  representative  results  about  the  source 
various  noises  within  the  screen. 

Determination  of  the  contribution  to  noise  of  the 
existing  bubbles  from  the  manifold  was  accomplished  by 
stopping  the  bubble  generation  momentarily,  allowing  the 
turbulence  and  bubble  motion  to  subside,  and  then  resuming 
the  bubble  generation  with  exactly  the  same  pressure  as 
before.  Opening  the  relief  globe  valve  until  the  bubbles 
just  stopped  exiting  and  then  closing  it  quickly  worked 
about  as  well  as  opening  the  primary  valve  quickly  to  the 
correct  pressure,  hence  both  methods  were  used.  The  readings 
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on  the  spectrum  analyzer  were  taken  from  the  moment  genera¬ 
tion  began  until  just  before  the  bubbles  broke  the  surface. 
A  complete  average  was  obtained  by  repeating  the  procedure 
many  times  until  the  averaging  time  on  the  spectrum  analyte 
had  been  reduced  to  zero  and  using  the  hold  mode  while  re¬ 
setting  the  conditions. 

Similarly,  the  effect  of  bubbles  striking  the  surface 
was  studied  by  starting  an  average  on  the  spectrum  analyzer 
just  after  the  bubbles  stopped  exiting  the  orifices  and 
suspending  the  average  just  before  all  the  bubbles  had 
risen  to  the  surface.  To  ensure  that  bubbles  were  repre¬ 
sentative  of  the  flow  rate,  the  excess  pressure  was  bled 
off  quickly  to  ensure  an  abrupt  stop  of  bubble  flow  from 
the  pipe. 

The  rise  of  the  bubbles  themselves  was  also  suspected 
as  a  noise  generator.  Therefore  noise  measurements  were 
made  during  the  time  that  bubbles  were  ascending  but  were 
neither  exiting  the  pipe  not  striking  the  surface.  This 
was  done  by  starting  the  bubble  screen  and  running  it  for 
two  seconds,  then  stopping  bubble  formation,  and  recording 
the  noise  from  that  moment  until  just  before  the  bubbles 
broke  the  surface.  Again,  the  process  was  repeated  several 
times  in  order  to  achieve  adequate  average  time. 


2 .  Measurement  of  steady  Stare  Power 

The  actual  determination  of  acoustic  power  produced 
by  the  bubble  screen  was  carried  out  by  conducting  a  one- 
third  octave  band  analysis  of  the  hydrophone  output  signals 
with  the  GR  1564-A  Sound  and  Vibration  Analyzer-  The 
readings  were  taken  for  each  of  three  pipe  configurations 
and  each  of  the  three  pressures.  The  bubble  screen  was 
produced  after  the  water  was  eliminated  from  the  pipe  and 
with  the  exit  air  valve  closed. 

3.  Miscellaneous  Readings 

At  both  the  0-10  kHz  and  0-500  Hz  ranges  ambient 
noise  measurements  were  taken  both  on  the  spectrum  analyzer 
and  with  the  sound  and  vibration  analyzer.  Additionally  a 
reading  was  taken  when  building  air  pressure  had  been  de¬ 
pleted  to  approximately  7.5  PSI  so  that  the  primary  ball 
valve  could  be  completely  opened  to  reduce  air  flow  noise  in 
the  supply  line.  During  the  steady  state  operation  of  the 
screen  general  characteristics  and  approximate  thickness  of 
the  screen  for  the  various  screen  configurations  were 
recorded. 


33 


IV.  DATA 

Table  IV  contains  the  test  numbers  for  each  combination 
of  bubble  generator  and  differential  pressure.  Table  V 
contains  the  voltage  readings  for  the  one-third  octave 
band  analysis  of  each  of  the  tests. 

Spectral  data  from  the  spectrum  analyzer  were  plotted 
using  an  X-Y  recorder.  Representative  graphs  have  been 
included  and  general  analysis  of  trends  for  all  graphs  have 
been  included  and  general  analysis  of  trends  for  all  graphs 
will  be  discussed  in  the  results  section.  See  Fig.  7 
through  14.  The  test  numbers  will  be  used  for  all  further 
reference  to  pipe  parameters.  Tables  VI,  VII,  and  VIII  con¬ 
tain  data  on  screen  characteristics  and  noise  power.  Table 
IX  uses  the  data  from  Table  VIII  and  Eq.  2  to  show  the 
results  as  an  equivalent  source  level. 

TA3LE  IV.  Test  Numbers 

Supply  Pressure  (PSIG) 

Pipe  Mo .  3.5  5  7 

1  12  3 

2  4  5  6 

3  7  3  9 

Mote:  Test  10  was  for  noise 
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STEADY  STATE  BUBBLE  NOISE  FOR  TESTS 


STEADY  STATE  BUBBLE  NOISE  FOR  TESTS 


Fig. 
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Fig.  10 


STEADY  STATE  BUBBLE  NOISE  TEST 


BUBBLE  NOISE  DURING  START  UP 


Fig.  13 


STEADY  STATE  BUBBLE  NOISE  TEST 
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TABLE  VI.  Bubble  Screen  Characteristics  Data 


TABLE  VII.  Tabulated  Power  in  One-Third  Octave  Bands  for  Signal  +  Noise 
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TABLE  VIII.  Tabulated  Power  in  One-Third  Octave  Bands  for  Signal  Alone 
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V .  DISCUSSION  OF  RESULTS 

A.  GENERAL  TRENDS 

Examination  of  the  170  graphs  for  qualitative  results 
was  the  first  phase  of  analysis.  An  expected  finding  was 
that  as  the  pressure  was  increased  the  noise  increased. 

This  is  shown  in  Fig.  7,  8,  and  9  for  example.  Also  ex¬ 
pected  was  that  as  the  hole  size  increased  the  noise  like¬ 
wise  increased.  This  can  be  seen  by  comparing  test  seven  to 
test  four  in  Fig.  9  and  Fig.  8  respectively.  An  unexpected 
but  very  significant  finding  was  that  for  test  one  as  com¬ 
pared  to  test  seven,  (Fig.  7  and  9)  the  noise  was  overall 
six  decibels  less  for  test  one  even  though  it  was  producing 
five  times  the  flow  rate.  However,  above  five  kilohertz 
the  noise  produced  in  test  one  was  higher  by  six  decibels  on 
the  averate  with  a  peak  of  twelve  decibels  at  about  six  kilo¬ 
hertz.  This  can  be  explained  as  the  same  phenomenon  that 
occurs  in  masker  systems.  Since  the  bubbles  completely  sur¬ 
round  the  pipe,  they  are  masking  the  noise  of  generation  in 
the  frequency  range  from  about  0.5  kilohertz  to  five  kilo¬ 
hertz  due  to  bubble  resonance.  Referring  to  Tables  I  and  VI 
one  sees  that  the  bubble  radius  for  test  one  corresponds  to 
resonance  at  these  frequencies  with  the  peak  resonance 
occuring  near  two  kilohertz.  The  fact  that  the  noise  power 
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w 
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is  only  four  times  as  great  in  the  upper  frequencies  may  he 
attributed  to  some  masking  occurring  due  to  bubble  inter¬ 
action  and  reflection  at  these  upper  frequencies.  Similar 
results  can  be  seen  with  examination  of  tests  twc  and  three 
compared  tc  tests  eight  and  nine  respectively  in  the  above 
mentioned  figures.  Test  two  however,  is  lower  in  noise  in 
the  two  to  five  kilohertz  range,  but  approximately  equal 
elsewhere.  Test  three  had  a  larger  variation  in  bubble 
size  which  accounts  for  reduced  noise  over  a  slightly 
broader  range. 

3efore  comparing  tests  one  through  three  with  tests  four 
through  six  it  is  necessary  to  examine  the  flow  rates  given 
in  Table  IV.  Choosing  flow  rates  of  approximately  equal 
value  for  the  two  basic  hole  sizes  one  can  see  that  tests 
one  and  four  nearly  coincide  and  tests  three  and  five  cor¬ 
respond  exactly.  Analysis  of  Fig.  7  and  8  shews  that  over¬ 
all  there  is  considerably  less  noise  with  pipe  one.  In  fact 
comparing  test  one  with  test  four  there  is  a  twenty  decibel 
reduction.  Only  between  5.5  and  7.5  kilohertz  does  test  one 
noise  level  exceed  that  of  test  four  and  then  only  by  a  maxi¬ 
mum  of  five  hertz.  Though  the  effect  is  net  as  dramatic, 
thest  three  is  also  less  than  test  five  in  overall  level. 
However,  test  three  does  exceed  it  in  the  above  five  kilo¬ 
hertz  range  by  an  average  of  four  decibels. 

In  order  to  compare  screening  characteristics  of  the 
various  tests,  one  must  know  the  ratio  of  air  to  water  by 
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volume.  The  values  given  in  Table  IV  were  calculated  by 
dividing  the  height  of  rise  by  the  rise  time  to  get  speed, 
finding  the  volume  exchanged  on  one  second  for  a  unit  width 
screen  based  on  the  speed ,  finding  the  amount  of  air  intro¬ 
duced  into  this  volume  per  second  using  the  previously  cal¬ 
culated  flow  rate,  and  finally  dividing  the  air  volume  by 
the  total  volume  to  give  a  ratio. 

Examination  of  Table  VI  shows  that  the  concentrations 
for  tests  one  and  three  are  higher  than  for  tests  four  and 
five  respectively  even  though  flow  rates  are  about  equal. 
This  is  due  to  the  greater  screen  thickness  of  tests  four 
and  five. 

Fig.  10  tends  to  support  the  conclusion  that  the  major 
portion  of  the  noise  is  produced  during  the  generation  of 
the  bubbles.  Test  six  shows  this  most  clearly.  However, 
all  eight  other  sets  of  graphs  show  a  similar  pattern. 
Examination  of  Fig.  10  shows  that  in  fact  the  noise  produced 
during  bubble  formation  is  on  the  average  ten  decibels  high¬ 
er  with  a  peak  of  fifteen  decibels  higher  between  three  and 
five  kilohertz.  The  second  most  significant  noise  appeared 
to  be  that  generated  during  their  ascent.  Fig.  11  and  12 
show  an  expanded  look  at  the  range  of  frequencies  from  0  - 
500  hertz.  The  data  are  contaminated  with  components  from 
power  line  noise  at  sixty  hertz  and  its  harmonics.  This 
noise  could  not  be  reduced  further  with  the  available  equip¬ 
ment  even  though  considerable  effort  was  made  in  shielding 
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all  wires  and  grounding  all  equipment.  Despite  this  noise, 
a  general  trend  can  be  seen.  Test  one  shows  a  peak  in¬ 
crease  of  nine  decibels  above  background  noise  at  the  200 
hertz  frequency.  An  additional  ten  decibels  increase  is 
seen  when  comparing  test  one  with  four  showing  that  test 
one  is  also  quieter  within  this  range.  For  the  #80  drill 
holes  the  signal  to  noise  level  was  so  low  that  useful 
information  could  not  be  derived  from  the  0  -  500  hertz 
range  other  than  the  fact  that  noise  produced  in  tests 
seven,  eight  and  nine  was  very  low  in  this  range  of 
frequencies . 

Fig.  14  shows  components  associated  with  valve  flew 
noise.  The  peak  in  the  7.5  kilohertz  range  was  identified 
during  experimentation  as  the  valve  throttling  noise  of 
the  inlet  valve,  and  the  peak  in  the  four  kilohertz  range 
was  identified  as  the  exit  valve  throttling  noise.  Both 
of  these  noises  are  artifacts  associated  with  the  particular 
valve.  These  would  be  eliminated  by  careful  design  of  the 
air  flow  control  system.  Therefore,  the  noise  from  flow 
through  the  pipe  appears  to  be  evenly  distributed  from  two 
to  ten  kilohertz.  If  a  large  diameter  pipe  were  used  the 
air  speed  through  the  pipe  would  be  reduced.  The  speed 
therefore  is  the  critical  factor  to  the  noise.  Pipe  dia¬ 
meters  for  an  actual  screen  must  be  large  enough  to  permit 
conditions  to  approach  that  of  a  reservoir  throughout  the 
entire  screen  length. 
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B.  ACOUSTIC  POWER 


Eq.  (2),  (3),  and  (4)  were  used  to  tabulate  the  values 
in  Table  VII.  The  acoustic  power  is  listed  in  microwatts 
in  each  one-third  octave  band  for  the  entire  4.83  foot 
screen  for  the  various  tests.  Test  ten  is  for  ambient 
noise  level  or  "noise"  while  the  other  entries  are  for 
"signal".  If  signal  to  noise  ratio  was  less  than  satis¬ 
factory  a  threshold  level  was  applied  to  indicate  that  the 
signal  was  somewhat  less  than  the  threshold  value.  The 
threshold  value  was  arrived  at  by  assuming  maximum  probable 
error  in  reading  the  meter  level  was  one  decibel.  The 
threshold  value  was  calculated  by 

Threshold  =  (1.27  x  noise  power)  -  noise  power  (7) 

Table  VIII  contains  the  values  of  power  for  each  steady 
state  test  of  the  bubble  screen. 

The  values  in  Table  IX  are  calculated  from  the  informa¬ 
tion  contained  in  Table  VIII  and  from  Eq.  2.  It  is  assumed 
that  the  screen  can  be  treated  as  an  equivalent  point  source. 
The  noise  power  in  each  one-third  octave  band  is  used  to 
calculate  a  source  level  for  a  non-directional  source. 
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IV.  CONCLUSIONS  AND  RECOMMENDATIONS 


Pipe  configuration  one  (a  large  number  of  very  small 
holes  spaced  around  the  pipe)  with  one  PSI  pressure  differ¬ 
ential  produces  a  very  uniform  acoustic  bubble  screen  at 
the  lowest  sound  level  of  any  of  the  tests.  Pig-  15  com¬ 
pares  test  one  with  test  four  (pipe  2  -  one  row  of  larger 
holes),  which  had  similar  flow  rates.  For  test  one,  the 
source  level  is  thirty  decibels  lower  in  the  two  to  five 
kilohertz  range,  with  an  average  of  ten  decibels  lower 
throughout  the  remaining  frequencies.  Furthermore,  the 
screen  density  for  test  one  was  within  acceptable  limits. 

Perhaps  the  masking  effect  of  the  bubbles  surrounding 
the  pipe  during  generation  was  responsible  for  the  signifi¬ 
cant  reduction  in  noise  through  the  frequency  range  for 
higher  flow  rates  as  well  as  the  lower  flow  of  test  one. 
Examination  of  Fig.  16  shows  that  test  three  also  averages 
ten  decibels  lower  in  source  level.  However,  the  sharp 
decrease  in  the  two  to  five  kilohertz  range  is  no  longer 
present.  The  results  of  test  three  shew  that  if  higher 
flow  rates  are  demanded  from  configuration  one,  the  noise 
continued  to  remain  lower  than  the  same  flow  rate  produced 
by  pipe  configuration  two.  The  masking  effect  of  the  bubbles 
surrounding  the  pipe  when  configuration  one  was  used  may  con¬ 
tribute  significantly  to  noise  reduction  at  all  flow  rates. 
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Fig.  15  Source  Level  for  tests  1  and 
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Another  advantage  of  configuration  one  is  that  water 
inside  the  pipe  is  more  quickly  discharged  since  a  large 
percentage  of  the  holes  are  on  the  underside  of  the  pipe, 
and  gravity  tends  to  cause  water  to  exit  primarily  through 
holes  on  the  bottom. 

Screen  persistence  is  greater  with  configuration  one 
since  the  bubbles  rise  more  slowly  due  to  their  smaller 
size.  Water  turbulence  is  also  reduced  for  the  same  reason, 
which  may  account  for  a  small  fraction  of  the  noise  reduction. 

One  disadvantage  to  configuration  one  is  that  the  screen 
thickness  is  less  than  for  configuration  two  and  a  wider 
screen  would  require  multiple  generators  placed  side  by  side. 

A  larger  pipe  would  be  required  for  any  practical  screen 
since  air  velocity  must  be  kept  low  in  the  pipe.  It  seems 
quite  possible  that  a  six-inch  pipe  with  the  same  seven 
rows  of  holes  of  #80  drill  would  produce  similar  noise 
results.  However,  actual  experimentation  with  larger  sizes 
was  not  feasible. 

The  results  of  this  paper  tend  to  support  the  recommen¬ 
dation  that  generation  of  a  bubble  screen  with  a  minimum  of 
induced  noise  should  be  done  with  orifices  on  the  order  of 
0.014  inches  in  diameter  and  with  a  conf iguration  that 
provides  for  air  completely  surrounding  the  generator  as  it 
is  produced.  Further  study  to  determine  effects  of  depth 
on  noise,  effects  of  increased  pipe  size  and  pipe  length, 
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and  effects  of  multiple  generators  to  increase  screen 
thickness  by  a  future  thesis  student  would  answer  some  of 
the  remaining  questions  concerning  noise  produced  by  an 
acoustic  bubble  screen. 
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